From:  Hobart,  Yolanda 

Location:  CANYON  ROOM 

Importance:  Normal 

Subject:  GOLD  KING  UPDATE 

Start  Date/Time:  Mon  8/1 7/201 5 7:00:00  PM 

End  Date/Time:  Mon  8/1 7/201 5 7:30:00  PM 

All, 


This  meeting  has  been  set  up  so  that  we  can  come  together  to  provide  updates  regarding  the 
Gold  King  Mine  response.  The  number  to  the  Canyon  Room  is  312-6835. 

Yolanda  Hobart 

Labor  and  Employee  Relations  Officer 
ERA  Region  8 
p:  303-312-6195 
c:  303-565-0658 
f:  303-312-6370 
hobart.volanda@epa.gov 
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